E.  Figure 27 is another typical UJT trigger as used to control
an SCR.

1.  RBi develops the positive trigger pulses necessary for

the SCR.
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2.   RB2 is used to limit the current through the UJT to
prevent excessive current which could destroy the
device.

3.   RI and GI time the trigger period and, in,turn, the
average value of IiOad *

4.   The UJT is probably the most versatile triggering
device for the SCR because of its relative simplicity
and low power consumption.
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 this   circuit   are   also   shown
